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RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-852 o | 862-0852 
DESCRIPTION 


AC LINE NUISE METER 
a beens MFJ ENTERPRISES, INC. 
62/0709) "w852_0 | 300 INDUSTRIAL PARK RD 
pes RATHER | STARKVILLE, MS 39759 


